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PAGE 01 BUDAPE 02402 191030Z 

53 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

060269 

R 190732Z JUL76 
FM AMEMBASSY BUDAPEST 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6452 
AMEMBASSY PRAGUE 
AMEMBASSY VIENNA 
AMEMBASSY WARSAW 

UNCLAS BUDAPEST 2402 

EO 11652: N/A 
TAGS: BEXP HU 

SUBJECT: MEDICAL EQUIPMENT TSS 
REF: BUDAPEST 2202 

1 . EMBASSY HAS NOW RECEIVED REPLY FROM MEDICOR REGARDING 
SPECIFIC FIRMS IT WOULD LIKE TO SEE IN A MEDICAL EQUIPMENT 
SEMINAR. MEDICOR STRESSES THAT IT INTERESTED PRIMARILYIN 
LICENSING AND NOT IN DIRECT SALES FROM U.S. COMPANIES ON 
MEDICOR LIST INCLUDE: 

A. ABBOTT LABORATORIES 

B. BARD MFG CO 

C. VARIAN 

D. BECTON DICKINSON & CO 

E. PEMCO. INC. (CLEVELAND, OHIO) 

F. AMERICAN CYANAMID 

G. MACHLETT LABORATORIES, INC. 

2. SPECIFICS ON ABOVE REQUESTED BY EMBASSY UNFORTUNATELY 
NOT PROVIDED IN MEDICOR REPLY, BUT MEDICOR STATES IT WILL 
BE ABLE TO GIVE DETAILS ON ITS INTERESTS BY TIME BEWT'S 
ROBERSON ARRIVES BUDAPEST JULY 28. 
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